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(Issue 17 - 15/11/1965) 


Cheshire III 
Cargo Liner - 12,097 d.w.t. 


Captain HudsonA 
Chief Eng Officer Peat R 











Chief Officer Swift K.G.P 2nd Eng Officer Meiklejohn A 
2nd Officer Coventry P.H.S 3rd Eng Officer Mathieson D.R 
Uncert Officer Dye D.M 4th Eng Officer Blower J.W 
3rd Officer Morris R.J 5th Eng Officer Chambers D.A 
Deck Cadet Boreham J.C.T 6th Eng Officer Lightbrown A 
Deck Cadet Fyans C.W.A Electrical Officer Cull B.P 
Deck Cadet Kendrick R.F.A 
Radio Officer Mullan B.A 
Purser Grey R 
Carpenter Farrell H 
Gloucestershire 
General Cargo - 10,515 d.w.t. 
Captain Sheldrake L.H 
Chief Eng Officer Renney E.C 
Chief Officer Routledge J.D 2nd Eng Officer Hudson J 
2nd Officer Driver C.R 3rd Eng Officer Jones D.B 
Uncert Officer Weinman L.P 4th Eng Officer Green D 
3rd Officer Birkett R 5th Eng Officer Taylor R 
Deck Cadet Bredow J.H 7th Eng Officer Brady J 
Deck Cadet Saunders N.E Engineer Cadet Tun W 
Radio Officer Waller R.A 
Purser Traynor J.A 


Carpenter Preston A.G 
2nd Steward Willis F.J 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Williamson A.N 


Chief Eng Officer Shackleton J.H 











Chief Officer Clayton D.R 2nd Eng Officer Brassington G.J 
2nd Officer Hayes A.J 3rd Eng Officer Bristol G.G 
Uncert Officer Raeburn-Ward A.D 4th Eng Officer Johnston J.M 
3rd Officer Paulusz H 5th Eng Officer Shaw J.H 
Deck Cadet Bytheway P.S 6th Eng Officer Needham T.A 
Deck Cadet Creamer D.J 7th Eng Officer Measor P 
Deck Cadet Howland P 8th Eng Officer Turner K.W 
Radio Officer Kielthy P.K 9th Eng Officer Bentley A 
Purser Turner J.H Electrical Officer Butterworth A.D 
2nd Elect Officer Pawson A.L 
Carpenter Hughes (ch) P 
2nd Steward Roocroft G 
Lancashire IV 
General Cargo - 16,707 d.w.t. 
Captain Moore A.R 
Chief Eng Officer Guthrie A 
Chief Officer Monteith D.C 2nd Eng Officer Hughes G.K 
2nd Officer Mobberley D.H 3rd Eng Officer Bell W.C 
3rd Officer Hornby P.R 4th Eng Officer Pritchard J.| 
Deck Cadet Parker M.A 5th Eng Officer Dalton J 
Deck Cadet Flavin D.P.R 6th Eng Officer McGregor I.A 
Deck Cadet Morris T.N Engineer Cadet Nixon P 
Radio Officer Alcock D Engineer Cadet Stevenson W.A 
2nd Radio Officer Lakin S Electrical Officer Bailey P 


Purser 


Kays W.H 








Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Young A.E 
Chief Eng Officer Faichney D 


Chief Officer Horn M.J 2nd Eng Officer Turner T.A 

2nd Officer Dobson G.F 3rd Eng Officer Craig C.G 
Uncert Officer Bell R.W 4th Eng Officer Robinson A.J 

3rd Officer Lee S.J 5th Eng Officer Moses R.T 
Deck Cadet Bates P 6th Eng Officer Barnes D.A 
Deck Cadet Morgan A.J.L Electrical Officer Thomas A 
Deck Cadet SetA 

Radio Officer Hopwood W.S 

2nd Radio Officer Myers E.A 
Purser Finlayson E.M 
Carpenter Henderson W 
Staffordshire ITI 
General Cargo - 10,515 d.w.t. 
Captain Fitch N.F 
Chief Eng Officer Little F 

Chief Officer Gowsell K 2nd Eng Officer Rowe J.D 
2nd Officer Findlay J 3rd Eng Officer Scott R 
3rd Officer Scott H.A 4th Eng Officer Findlay J.W 

Ext 3rd Officer Paulusz H 5th Eng Officer Paulusz M 

Deck Cadet Wain Z.T 6th Eng Officer Donohue J 
Deck Cadet Malpass N.H 7th Eng Officer Edwards J.A 
Deck Cadet Jones M.A Electrical Officer Barrie B 
Deck Cadet Kumarasinghe K.R 

Radio Officer Bateman R.D 

Purser Moule L.A.E 


Carpenter Beatty W.R 
2nd Steward Culpin H.R 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Mills M.C 


Chief Eng Officer Jones R.M 








Chief Officer Waldie J.W 2nd Eng Officer Cuthbertson G.M 
2nd Officer Lightfoot A.F 3rd Eng Officer Quigley T.G 
Uncert Officer Fyans B.P 4th Eng Officer Cardwell S 
3rd Officer Reeves M.M 5th Eng Officer Bartrup C.J 
Deck Cadet Morrison R.M 6th Eng Officer Lloyd J.T 
Deck Cadet Baker R.R Electrical Officer Dunn R.B 
Deck Cadet Malpass N.H 
Deck Cadet Jones M.A 
Radio Officer Ferry W.J 
Purser McNeil R 
Yorkshire HI 
General Cargo - 12,040 d.w.t. 
Captain Cooper T 
Chief Eng Officer Douglas G.A.C 
Chief Officer Jones E.H 2nd Eng Officer Farrington A 
2nd Officer Jones D.| 3rd Eng Officer Carroll T.M 
Uncert Officer McCall D.P 4th Eng Officer Grindlay R.M 
3rd Officer Tiller C.R 5th Eng Officer Forster T.H 
Deck Cadet Martin L 6th Eng Officer Laing R.F 
Deck Cadet Cameron R.K Engineer Cadet Harthorn P.J 
Deck Cadet Williams J.H Engineer Cadet Godfrey A.P 
Deck Cadet Gibson S.H Electrical Officer Dobson B 
Radio Officer Monaghan J 
2nd Radio Officer Haigh T.C 


Purser 


Ashley E 


